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ADVANCED MICROFIBER CLEANING TECHNOLOGY 

Our latest innovation in floor cleaning technology - The Swedish Formula MicroPlus™ Floor 
Care System . 



DESCRIPTION: 

The MicroPlus™ system includes everything you need for easy and safe cleaning of your 
polyurethane-finished hardwood floors: 

• MicroPlus™ mophead with a 3-pc. pole 

• MicroPlus™ microfiber pad - washable and reusable 

• 32 oz. Swedish Formula Hardwood Floor Cleaner specifically formulated to clean all 
polyurethane finished wood floors, and factory pre-finished wood floors. Quickly wipe out 
red wine, dried spaghetti sauce, mustard, ketchup, heel scuffs. Unlike all-purpose cleaners, 
it will not dull your floor finish or leave any oily residue. A waterborne, non-toxic, environ- 
mentally-responsible cleaner. 

• Maintenance Guide 




Swedish Formula® MicroPlus™ Replacement Pad 



DESCRIPTION: 

Fits 4" x 15" Bona MicroPlus™ Mop Head 

Microfiber replacement pad for the new MicroPlus™ Mop. Use dry to attract dirt, 
microparticles and common household allergens or wet with Bona Swedish Formula 
Hardwood and Hard Surface Cleaners for effective, non-toxic cleaning. Washable for 
over 300 uses. 




Swedish Formula® MicroPlus™ Replacement Cover 



DESCRIPTION: 

Fits 8" x 15" Bona Mop 

Microfiber replacement cover for the original Bona Mop. Use dry to attract dirt, 
microparticles and common household allergens or wet with Bona Swedish Formula 
Hardwood and Hard Surface Cleaners, for effective, non-toxic cleaning. Washable for 
over 300 uses. 
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